Westchester Village Project 

8740 La Tijera Boulevard 
Westchester, CA 90045 


General Plan: C2 
Zoning: R4 

150 units of multifamily homes allowable per zoning 
136 institutional quality multifamily home units requested 


January 21, 2014 
Prepared by: 

BRIAN ZUKOR 

Institutional Development Advisors 
Executive Managing Director 
(310) 903-9097 
brian@ida.com 
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